1025 Mass Ave, LLC 


September 19, 2022 


Mr. Christian Klein, Chairperson 
Arlington Zoning Board of Appeals 
50 Grove Street 

Arlington, MA 02476 


RE: 1021 & 1025 Massachusetts Avenue, Arlington, MA Comprehensive Permit 

Dear Chairperson Klein and Members of the Zoning Board of Appeals, 

In accordance with the requirements the Comprehensive Permit Regulations of the Town of 
Arlington, enclosed is our Comprehensive Permit Application for the proposed 40B 


condominium project located at 1021 & 1025 Massachusetts Avenue, Arlington, MA. 


We understand a public hearing will be scheduled within thirty days of this submission, and we 
would appreciate the earliest possible hearing date. 


We look forward to working with you and the other members of the Arlington Zoning Board of 
Appeals to the successful permitting and development of this project. 


After your review of the package, please do not hesitate to contact us with any questions. 
Cordially, 


va ~ 


Matthew P. Maggiore 


MAGGIORE 


INVEST. DESIGN. BUILD. 


